DOCKETED ITEMS      91
-8503190127 Notice of violation from insp on 841222-850211. SHAFER.W.D. Region 3, Office of Director. 85/02/27, 1p. 29446:057-29446:057.
-8503190133 Insp Repts 50-315/84-23 & 50-316/84-25 on 841222-850211. Noncom-ptiance noted:repetitive failure to collect & analyze compensatory grab samples in required time limit. WRIGHT.G.C. Region 3, Office of Director. 85/02/27. 11pp. 29446:058-29446:068.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of Ne " ' ' " --------------
29482:143.
New York, Inc. 99pp. 29482:045-
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260265 Forwards rev to Insp Repts 50-315/84-23 & 50-316/84-25. SHAFER.W.D. Region 3, Office of Director. 85/03/20. DOLAN.J.E. Indiana & Michigan Electric Co. DOLAN.J.E. American Electric Power Service Corp.  8pp. 29503:267-29503:271.
-8503260273 Rev to Insp Repts 50-315/84-23 & 50-316/84-25.
*  Region 3. Office of Director. 85/03/20. 3pp. 29503:269-29503:271.
R. Periodic operating reports & related correspondence
8503180377 Monthly operating rept for Jan 1985.W/850208 Itr. CLIMER, BRUCK.DA, SMITH.W.G. Indiana & Michigan Electric Co. 85/01/31. 10pp. 29419:327-29419:336.
8503130273 Forwards "Semiannual Radioactive Effluent Release Rept," Jul-Dec 1984.Analysis results for Sr-89,Sr-90 & Fe-55 not available.Data will be included in next rept
ALEXICH.M.P. Indiana & Michigan Electric Co. 85/03/01. KEPPLER.J.G. Region 3, Office of Director. 1p. 29331:189-29332:227.
-8503130280 "Semiannual Radioactive Effluent Release Rept," Jul-Dec 1984.
*  Indiana & Michigan Electric Co. 84/12/31. 398pp. 29331:190-29332:227.
S. Reportable occurrences, LERs & related correspondence
8503060590 LER 85-004-00:on 850129,w/reactor in Mode 1,high alarm received on lower containment radiation monitor that resulted in containment isolation.Caused by upward trend in containment airborne activity.W/850225 Itr.
KRIESEL,T.AM SMITH.W.G. Indiana & Michigan Electric Co. 85/02/25. 2pp. 29247:362-29247:363.
8503180580 LER 85-005-00:on 850205,discovered that sample medium designated in Tech Spec 3.11.2.1 not used.Caused by personnel error.Tech Spec change re use of iodine will be implemented.W/850307 Itr.
KRIESEL.T., SMITH.W. Indiana & Michigan Electric Co. 85/03/07. 3pp. 29446:304-29446:306.
8503120474 LER 85-006-00:on 850206,during maint,auxiliary bldq access control area vent duct fire dampers found misidentified as nonsafety-relatedCaused by identification program error. Dampers being added to test program.W/850308 Itr. WILLIAMS.N.C.,   SMITH.W.G.   Indiana &   Michigan   Electric  Co.   85/03/08.   3pp. 29313:091-29313:093.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
8503280536 Part 21 rept re error in TOODEE2 code used in LOCA-ECCS analysis for DC Cook Unit 1.Initially reported on 850315. Analysis affected by coding error reper-formed using corrected version of TOODEE2.
OWSLEY.G.F, Exxon Nuclear Co., Inc. (subs, of Exxon Corp.). 85/03/22. DEYOUNG,R. Director's Office, Office of Inspection and Enforcement 2pp. 29550:355-29550:356.
DOCKET 50-316 DONALD C. COOK NUCLEAR POWER PLANT, UNIT 2
F. Security, medical, emergency & lire protection plans
8503080165 Responds to NRC 850128 Itr re violations noted in Insp Repts 50-315/85-04 & 50-316/85-04.Corrective actions withheld (ref 10CFR73.21). ALEXICH.M.P. Indiana & Michigan Electric Co. 85/02/27. KEPPLER.J.G. Region 3, Office of Director. 3pp. 29275:160-29275:162.
8503120118 Responds to NRC 841224 request for addl info re SPDS.Info will be submitted 2-3 wks after receipt of Westinghouse topical rept.Schedule for full implementation of SPDS will be submitted in Apr 1985.
ALEXICH.M.P. Indiana & Michigan Electric Co. 85/02/27. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29323:099-29323:099.
8503050261 Forwards "Implementation Plan of Reg Guide 1.97,Rev 3 for DC Cook Nuclear Plant Units 1 & 2," status reptper 840612 licensing order.Rept includes schedule for planned instrument upgrades.Next rept will be issued by Sept 1985. ALEXICH.M.P. Indiana & Michigan Electric Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29216:022-29216:050.
-8503050268 "Implementation Plan of Reg Guide 1.97,Rev 3 for DC Cook Nuclear Plant Units 1 & 2," status rept. * Indiana & Michigan Electric Co. 85/02/28. 28pp. 29216:024-29216:050.
8503130204 Rev 8 to Plant Manager Procedure PMP 2080 EPP.008, "Initiating Manning of Emergency Response Facilities & Calling Off-Duty Plant Personnel." KRAUSE.D., SIMMS,R., WILLIAMS.N.C. Indiana & Michigan Electric Co. 85/03/07. 14pp. 29331:061 -29331:074.
8503260255 Rev 14 to Emergency Plan Procedure EPP App A, "Telephone Numbers for Key Plant Personnel." HUTTER.A. Indiana & Michigan Electric Co. 85/03/19. 18pp. 29503:192-29503:209.
P. Operating license stage documents & correspondence
8503040028 Advises of closeout of TACs 43523 & 43524 re equipment survivability-hy-drogen burn due to util contract w/BMI to completely redo hydrogen control analyses & equipment qualification.TACs 49520 & 49521 assigned to new work. WIGGINTON.D.L. Operating Reactors Branch 1. 85/02/21. VARGA.S.A. Operating Reactors Branch 1. 1p. 29197:344-29197:344.
8503140410 Responds to 841018 request for add! extension of deadline for final environ qualification of electrical equipment. Qualification of ITT Barton transmitters extended until Nov 1985.
DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 85/03/01. DOLAN.J. Indiana & Michigan Electric Co. DOLAN.J. American Electric Power Service Corp. 6pp. 29368:356-29368:361.
8503250316 Forwards request for addl info re util responses to Generic Ltr 83-28,ltems 2.1,2.2.2,3.1.3,3.2.3 & 4.5.3.Response requested by 850415 to preserve present review schedule.
VARGA.S.A. Operating Reactors Branch 1. 85/03/11. DOLAN.J. Indiana & Michigan Electric Co. 3pp. 29496:110-29496:112.
8503260253 Forwards request for addl info to complete review of 831215 submittal on testing of pressurizer safety & relief valves, per NUREG-0737,ltem II.D.1.Response requested by 850501.
VARGA.S.A. Operating Reactors Branch 1. 85/03/15. DOLAN.J. Indiana & Michigan Electric Co. DOLAN.J. American Electric Power Service Corp. 13pp. 29518:141-29518:153.
8503270592 Responds to 850220 Itr re misplaced checks.Addl info needed re date & subj of applications accompanying checks to determine whether application received by NRC.
DIGGS,R.M. License Fee Management Branch. 85/03/21. STREITENBERGER American Electric Power Service Corp. 1p. 29541:354-29541:354.
Q. Inspection reports, IE Bulletins & correspondence
8503060019 Forwards Insp Repts 50-315/85-02 & 50-316/85-02 on 850107-11 & notice of violation.
HIND.JA Region 3, Office of Director. 85/02/11. DOLAN.J.E. Indiana & Michigan Electric Co. DOLAN.J.E. American Electric Power Service Corp. 3pp. 29252:109-
-8503060026 Notice of violation from insp on 850107-11. HIND.J.A. Region 3, Office of Director. 85/02/11. 3pp. 29252:112-29252:114.
-8503060035 Insp Repts 50-315/85-02 & 50-316/85-02 on 850107-11. Noncompliance noted:inability of shift supervisors to make adequate protective action recommendations & failure to make classifications & notifications during unusual events. SNELL.W.G., WILLIAMSEN.N.R., PHILLIPS.M.P. Region 3, Office of Director. 85/02/ 11.15pp. 29252:115-29252:129.
8503040521 Confirms 850305 status update meeting at plant site to review regulatory performance improvement programmer 850207 telcon.
NORELIUS.C.E. Region 3, Office of Director. 85/02/20. DOLAN.J.E. American Electric Power Service Corp. DOLAN.J.E. Indiana & Michigan Electric Co. 1p. 29195:058-29195:058.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker" Svc list end.
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27, Consolidated Edison Co. of New York, Inc. t13pp. 29196:147-29196:258.
8503080165 Responds to NRC 850128 Itr re violations noted in Insp Repts 50-315/85-04 & 50-316/85-04.Corrective actions withheld (ref 10CFR73.21). ALEXICH.M.P. Indiana & Michigan Electric Co. 85/02/27. KEPPLER.J.G. Region 3, Office of Director. 3pp. 29275:160-29275:162.Michigan Electric Co. 2pp. 29446-055-29446:068. 2pp. 29423:225-29424:279.
